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DD/S&T-2023-66 
12 April 1966 


Dr. f. H. Pickering, Director 
Jtmt Propulsion Laboratory 
4800 Oak Grove Drive 
Pasadena, California 91103 

Sear Bill: 


As I plan to be in Europe on April 29th, 

Z regret that I shall be unable to accept 
your cordial invitation to attend the dedi- 
cation of the new 210-foot antenna at the 
Goldstone Tracking Station. STATINTL 


Sincerely, 


Albert D, ffheelon 
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